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1. The VEB Wirmeteehnik, Dresden, manufactured five spotewelving machines in November 
1953. .Two of the machines, without electrodes, wore deiss ocd te Crechousdcvak’: ; 
one went to the VWWB works in Schwerin (ricdrichetrasse 5-7); the other tuo were . 
delivered to the Seviet Union. 


Le In November, 52 fuel flowmeters with a capacityaf 1,560 Liter. ser howe «cin. 
delivered to the Soviet Union. 


3, About 30 hydraulic punns for rackets were manufactured and delivered ta tac Vials 
Union. The Kabelwerk Oberspree in Berlin furnished parts for these pumps. 
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A/T hs km /c 

T/T 41 48 4m/c(N)(ZM) 
T/T 8 N(uM) 
T/TH1.48 2 TM( uM) 
T/712753  4M/C(N) 
1/7416753 NCUM) 
T/T41.98! M/C(N) 
7/741.981 = N{UM) 
W/741.981 = uM /c 
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